Order online or with the Highgate Air App 


REGISTER OR LOGIN NOW, AND ORDER YOUR PARTS ANYTIME AND ANYWHERE! 


REFRIGERANT GASES 


SINCE 


1969 


The Right Part, The First Time, Nationwide. 


HIGHGATE AIR IN-HOUSE REFRIGERANT FILLING STATION 


Our state-of-the-art refrigerant filling station enables us to refill your cylinders quickly and efficiently 
and gives us the capacity to fill any cylinder to your requirements. This gives you peace of mind 

that any purchase from us will be 100% pure. We believe that your workmanship is only as good as 
your refrigerant! Each and every cylinder processed by Highgate is leak tested and exceeds ARC 
regulations. 
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We understand how important it is to your 
business that the products you use are 
reliable and are of the best quality. This is 
why we have introduced our HI-SEAL™ 
tamperproof cylinder sealing system! 
Thermally applied, this system ensures that 
when you receive refrigerant from Highgate 
it is as pure as it was when it was filled on 
our production line! 


Highgate is the only automotive wholesaler 
which directly imports R134a refrigerant 
into Australia, meaning we can offer you 

the best pricing available with huge stocks 

on hand! If you are a big mover of A/C 
refrigerant, please contact us as we are 
very happy to work with you and provide 
solutions for your company. 


BULK SUPPLY TAMPER-PROOF SEALS 


REFRIGERANT GAS RANGE 


At Highgate, we carry a massive range of all sorts of refrigerants, available in a wide range of 
cylinder sizes, including 450kg, 810kg and other bulk sizes. 


REFRIGERANT TYPE D-SIZE | 4.5KG 8KG 9KG 10KG 11KG 12KG 20KG 22KG 45KG 55KG 60KG 65KG 
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Call us on 1800 15 15 15 for your price! 


REFRIGERANT & GASES 
Highgate 


R134A CYLINDER SIZES 


Bottle sizes remain the same for other types of 
gases except capacities vary. 


Please refer to the chart on the previous page 
for applicable sizes. 


SaSV9 LNVYJ9 IHJ 


RECLAIM & PUMP DOWN CYLINDER 


Refrigerant reclaim is an integral part of the air-conditioning industry today and we work together 
with our customers to make this an easy process. We carry a massive fleet of Reclaim cylinders 
available for purchase or hire and offer a free loan cylinder whilst your cylinder is being cleaned and 
gas disposed to Refrigerant Reclaim Australia. The ARC recommends having a backup cylinder as 
a precaution in the event that your cylinder develops a leak so you can transfer it across to a clear 
cylinder. 


Our cylinder tracking system is a state-of- 
the-art program specially developed for 
Highgate to ensure that our records are 

effective and simple. If you require, we are 
able to provide you your cylinder history 
on new purchases and returned reclaim 
refrigerant to assist you with your ARC 
Audit reports. Please call 1800 15 15 15 to 

discuss with one of our team today! 


We offer cylinder re-valving and re- 
testing at competitive rates to keep you 
up-to-speed and helo you meet ARC 
requirements. Cylinders are tested at high 
pressure for leaks and a new valve stem 
installed to ensure smooth operation then 
stamped and quality assured for another 10 
years. 


CYLINDER TRACKING SYSTEM CYLINDER REVALVING 


By Customer Testimonials 


Peter - Diesel Mechanic... 


This is me taking an opportunity to 
display some evidence and show the end 
result of Highgate’s continued support, 
allowing me to produce a product to be 
proud of. | very rarely blow my own horn 
but | am very happy with the end result. 


This is more to acknowledge the 
cooperation and support of a company 
that myself and many other professional 
customers rely on. 


Thank you to the Highgate Air team and 
keep up the great work! 


Read more customer testimonials at 


